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General 



Parachute, personnel 
XT-10, 32 ft canopy- 
camouflage, troop type 


i 


us ' 


2 




2 


Parachute, assembly, 
cargo, type G-1 


1 


US 


2 




2 


Carrier, shovel. 


1 


US 


2 




2 


intrenching 












Container, assembly 
aerial delivery. 
Type A-6 


1 


US 


1 




1 


Toilet articles. 


5 


US 


Set, 2 


Set, 2 


Soviet, razor, blades, 
brush, comb, tooth- 
brush, soap 












Bag, self sealing, 
plastic type w/zipper 


1 


US 


2 




2 


Blanket, wool, Soviet 


5 


US 


2 




2 


Compass, Gennan 


1 


US 


2 




2 


Boots, Soviet 




US 


2 


pr 


2 pr 


Pistol, cal 9mm, 

Belgium Browning w/clip 


1 


US 


2 




2 


Binoculaurs, Bausch & 
Lomb 


1 


US 








Camera, Minox III, 8mm, 


1 


US 


2 
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lens 
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Film, 8mm, for Mnox 


1 


US 


8 
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Watch, wrist, 17 jewel, 
German or Swiss 


5 


US 


2 




2 


Medical 












Kit, first aid 


5 


US 


2 




2 
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General 

^ara<^ute, personnel XT-10, 
32 canopy camouflage, 

troop type 

Parachute, aaseraply, cargo. 








1 






type 0-1 








1 






Carrier, shovel, intrenching 
Container, assembly, aerial 








1 






delivery, ^ype A-o 
Toilet articles, Soviet, razo: 
blades, brush, comb, tooth- 


C*» 






1 






brush, soap 

Bag, sklf sealing, plastic 


Set 






5 






type w/zlpper 








1 






Blanket, wool, Soviet 








5 






Craqjass, denaan 








1 






Boots, Soviet 

Pistol, cal Belgiuai 


pair 






5 






Browning w/clip 














Binoculars, Bausch & Lomb 
Camera, Minox III, Sam, 








1 






3*5 lens 








1 






Fila, Sbb, for Minox 
Watdi, wrist, 17 jewel. 








1 






Qeman or Swiss 












! 


Medical 
i^t, r'lrst aid 








5 
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